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yes eae ee ae "UNITED STATES DEPARTMENT OF AGRICTILTIRE 


thy 7] 
— pe Rurel Blectrification Adm, © 
Y, bal vin ea aea Goal 25, D. Cs 


‘SURPLUS WAR PROPERTY 


ITEMS OF. INTEREST TO. REA BORROWERS 


MUM VW e@eme@e@qeqxqEeqoE@CqeTM@q@qMMMMeM@=@##@TTET 
iy rbetion Cosentiabe: iF YOU DESIRE THESE MATERIALS 


June me 
MATERIAL: : Generators ~ Light Plants 
CONDITION; = Used, No oa poe Lae : ' 
PRICE: ae Bs it shown be hens f.0. ae esers | 
LOCATICN: a: Indiana oahehee souicets ce Tada end 
TIME LIMIT: ' +  melegraph us your order immediately as these materials 


‘are held for RBA ‘activities-for a very short period. 


ORDER INSTRUCTIONS : Telegraph order should include order number. In addition 
'- mail two copies of your order marked "Gonfirmation of : 


telegram", 

ITEM NO, DESCRIPTION (One. only ea each item UNIT PRICE 
Gs Onan 115 AC light plant, 5 KYW, , Model WC7-5S, Motor #29159, 200 .00 
“Serial 102-29159. Generator Serial #34429 a 
B., man 115 Volt AC licht plent, 3KW,Model W2M Motor#44608, 150.00 

Serial #12244608. Génerator Serial #48740. aa nae 
15, nan 115 Volt AC light plent, I.7.5K¥ Model oTc-1, Motor 100.00 
#37287, Serial igs bersP 37217 Generator Soren POLES ~ a kebog 
19, Qnan 115 AC light is ean te OTC 1B, Serial Plate 100.00 
P missing. 
26, Onan 115 Volts AC light carte, 1OKW, Model WO410M, Motor ~ 400.00 


'#543545M, Serial #33 543548 M Generator Serial #76913 


46, Kohler 115-280 Volts AC light plant 8 KW, Model 10M61 Serial ~ 300.00 
wogel. ‘Waukesha Gas eb Model - ‘FCL-25L, Motor P4946 21-417. 


47. Kohler 115-230 AC light plant 8 Ky, Model 104618-U Savas: : 300.00 
#49801. Waukesha gas engine model FO25K, Serial#403580-D415 


In sll communications to REA concerning 
these items, please refer to ‘SUP’ Release: 152.--A 


In all communications to REA concerning 

these” ae Geta refer’ to SWE ‘Re leasé* 152.43 

ITEM No. DESCRIPTION Cone arty sath item) ‘ 

48, Master Vibrator 115 AC light plant 1.6 KW model NGS Motor 
#12129, Serial#NLO513. Briges & Stretton gas eae Model Z 
Motor: gee Serial ee is ers 7 eae oh a 

50. Kohler, 115-20 AC Light Bent g a, “Model. ‘lowetev SeetAT 

piled Wenilees ha- oe ete gy Sh FAR25K,. Mot or #476006=4911 

51. Kohler 115-230 AC light plant, 8KW, Model 1OM61H-U Serial _ 
#47482: Waukesha: 38 engine. moded oe a Motor #AA708 47-4011 


54. ehior 115 Volts AC light lon 4 kW Model sMa1-U Serial 
es, a eee gas eS ee FCL-7B, oEGr Ee ae 

55.: ohver 115 Volts. AG Light see, 4 ra, Model Su21-U USA $43 
229235, Serial #55985. eee fe cue ies model oe Mobo 
-$5199.49_-426 °° “ 


56. Kohler 115 Volts AC light plent, 4KW, Model 5M21-U Serial 
#56335. Waukesha gas engine model“ FOL-7B,: Motor#520557~ 427. 


* 


57, Kohler: 115230 AC ‘light plent, 4KW,Model 5M61-U Serial 58465. 
; Weukeshe gas engine model ‘FOL7R, Motor #5286 71-249 4 | 


58. Kobler 115, AC Weht Bk 4 KW Model SM2K-U, Serial ‘#66818 
Waukesha gas engine model FCL7D, Motor #525500° 


59, Kohler 115-230 Volts AC lizht plant 4 KW, Model 5M61-U, Sérial™ 


#52443. Waukesha gas engine model FCLL7C Motor $528693~-429 6 


60. Kohler 115-230 Volts AC’light plant 4 KW.Model:5M61 Serial: 
. #58463, Waukesha gas engine model FCL-70 Motor #528673-429. 


62. Kohler 115-230 Volts AC light-plant,-4 KW, Model 5M61 Serial 
pra ears Waukesha gas engine, model FCL7C, Motor #528712-429, 


63. _ Kohler, VS Ac isnt plant 4 KW Model 5M21-U USA #4322227, 
-Serial #55825,:Waukesha gas engine model FCL7B, Motor 
_ #19902-426. 


eto we 


64. U.S. Motors 115 As light Niki age 5 my, Model BX 24-35, pone ed 


#43518 Hercules gas eng.. model BXB Motor #884176. mage pe 


65. U.S; Motor 115 AC light plant 2.5 KW, BX2435, Serial 43656 
Hercules gas engine model BKB Motor #883891, 


68. Onan 115 AC light plant 1.5 KW Model OTC-1 Motor #36892, 
Serial #11236892 Generator Serial #30709. 


720 Onan 115 Volts AC light plant 1.5 KW, Model I™C-1 Serial 
#112-38011 Generator Serial #30560, 


Ta Onan 115 Volts AC light plent 3KW, model W2M, Motor #24-154336 
2 cylinder gas engine peter ator barge 


tag) Onan 115 Volts AC dient plent ee aS Voter wsaioe generator 
Serial #15029, ss es 42 


UNIT PRICE 


100.00 


300.00 


300.00 
200.00 
200.00 
Bas ORs 


200.00 


200.00 


200400 


200 00 
200 00 


200 200 


150.00 
150.00 
100.00 
100 .00 
150.00 


150.00. 


In.all commmications to RBA concerning 
these items, please refer to SWP Release 152,-0 


ITEM NO, DESCRIPTION (One only each item) 


76 


84. 


103. 


Onen 115 Volts AC light plent 3 Kw Model wW2M, Motor #27920, 
Generator Serial #26536, 


(an 115 Volts AC lieht plant 3 KW Model W3M, Motor #154267 
Generator Serial 150299, 


Qnan 115 Volts AC light plent, 3 KW Model W2M Motor 15464 
Generator Seriel #14339. 


Qnan 115 AC light plent model w2M 3 KW Motor 461156, Generator 
Serial #66925. 


Onen 115 Volts AC light plent 3 KW Model 2W2M Motor #44760, 
Seriel #122-44760 Generator Serial 4884447, 


Kohler 115 Volts AC light plent 1.5 KW Model IM2I-U Motor 
#54649 Serial #54649 Waukesha ges engine model FOL3B 
Motor 440579387, 


U.S. Motor 115 Volts ACG light plent 3,5 KW Model BX2435 Seriel 
#44356 Hercules gas engine model BXB Motor #885806. 


U.S. Motor 115 Volts AC light plant 2.5 KW Model RX 2065, 
Sericl #44335 Hercules gas engine model BXB 885285, 


Westinghouse 115 Volts AC light plent, 5 KW model 95M238 
Serial #31-95M238. Hercules gas engine model IXA Motor #402642 


Master Vibrator 115 Volts AC light plant 1.5 KW model MG 2 
Serial #NE 13468 Wisconsin gas eng. model AK Motor #164967, 


Master Vibrator 115 volts AC light plent, 1,2KW Model G2 
Seriel #132840 Motor 131831, Wisconsin gas engine model AK, 
Motor #107424, 


Master Vibrator 120 AC light plant, 1.6 KW Model MG3, Motor 
#13-513 H Briggs & Stratton gas engine model Z Motor 31439, 


Universal 110 Volts AC light plant, 1.2 KW Model 1500B Motor 
#6719TC Serial #44109 Briggs & Stratton ges eng. model Z. 


Master Vibrator 115AC light plant, 2 KVA Model MG3 Serial 
#NG 2489 Briggs & Stratton ges engine model Z, Serial#304111. 


' Feirbenks, Morse 120 Volts AC light plent, 2.5 Kw Model 


AA344, Serial #990M34057. Briggs & Stratton gas engine Model 72 
Motor #71415, 


* Leland 120 AC light plent 2 KW, Model A Serial #9900M34070 


Briggs & Stratton gas engine model ZZ motor #08041, _ 


| Qnen 115 Volts. ACLight plent 3 KWM model W2M Motor #43193 


Serial #102-43123 Generator Serial #45188, 


UNIT PRICE 


150.00 
150 ,00 
150 .00 
150.00 
150.00 


100.00 


150.00 
150.00 
200 600 
100.00. 


100.00 : 


100.00 
100 200 
100.00 


150 .00 


100 .00 


150 200 | 


In all communications to REA concerning 
these items, please refer to SWP Release 152.—D 


ITEN No i 
Master Vibrator 190 Volts AC light plent Model vee ir, Motor 
) #15771 Seriel #PL 63B Wisconsin gas engine model V#4-1. 


DESCRIPTION (Oné only eech item) 


~Qnan 115 Volts ‘AC licht plent 5 KW Model wO7-5S Motor 34606 
Generator Serial 33722. 


Kohler 115 Volts Ac Tight plent 1.5 KY Model IM21-U Motor 
EG 

eeten Vibrator 120 AC licht tian ‘4 KW Model MGS Motor 
#15659 Wisconsin ges engine model VEF-1 Motor 205745,. 


-Qnen 115, Volts AC light plant 5 KW model WC7-5S Motor 


#21123 Generetor Serial #20133. 


Onen.. 115 AC light plant 5 Kw Model WC4755, Serial #34 163670 


Generetor Serial #136574, 


Onan 115 ACG light plent:10 KY YWC-4-10M Motor 5436 2° Serial 


‘43354362 Generator Serial 75918. 


Onen 115 VoltsAC light plant lOKW Model . 04-10 Serial #43 
54375SM 4 cylinder gas engine. 


a Warner Pyles, 


Surplus War Property Office 


Management Division 


Hi 
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:. UNIT PRICE 


200 00 


200 -00 


100.00 
200.00 
200.00 
200.00 
. 400.00 


. 400.00 


Rural Wlectrification Administration 


UNITED STATHS SRPARC MEN OF AGRICULEUKS 
433 
4 Washington 25, D. C. 


in 


SURPLUS WAR PROPERTY 


ITEMS OF INTEREST TO REA BORROWERS 


MW@@@@@@@@q=qqqqqqqqMqq]q]}q}q}]q]qqq]q]q]q]q]_ }q@q@Mqq]qWqaX@/ Mua 


* ambgedy rictiou rptetion Essenttales\F You DESIRE THESE MATERIALS | 


As shown below, 


CONDITION: New unless otherwise shown, 
PRICE: As shown below, f.0.d., Carrier, 
TIMES LIMIT; Telegraph us your order immediately as these materials 


are Son: for at poe att oS for avery short period. 


ORDER I} pe Oe Tavereeey order snoula: include Arie number, In addition 
: mail two cppies of your order marked "Confirmation of 
... telegram," 
ae $25.00 . Minimum orders per item. accepted by War Assets Administration 


e 


ITEM NO. QUANTITY DESCRIPTION UNIT PRICE 
I eee Se meen png ne ee ean SS OEE 


Items 1 through 8— Wire described as follows: Navy type, Marine cable, 
rubber pneolatet, with basket weave armour on 


outside, 
3h 52,000 ft. (WIRE: #120 conductor: approved for inside house $0372 per 
Fl ’ and. barn yr tnes ft 
onto (14,973 ft. WIRE: #6~3 monetary approved for use as service .0677 per 
pes entrance cable, fto 
3. w16,680' ft;  Winm: $8"2 conductor: approved Suse as service 20507 per 
entrance cable... a an 
4, 68,873 ft. WIRE: #14-2 conductor: approved for inside house 00435 per 
: Ve and barn wiring. ft. 
5. 14,407 ft. W IRB; #8~2 conductor: approved for use as service 405 per 
s entrance cable, Et cul 
be 72,081 ft. WIRE: #14.2 conductor: approved for inside house - 00365’ per 
se *“ and barn. wiring. ft. 
Ze 18,181 ft. WIR: 46.3 conductor: approved for use aS service .065 per 
entrance cable.. i it wee 
8, 40,183 ft. WIRE: 414-2 condust ory” ‘tpproved for “inside. house... .0336 per 
. . and barn wifirngs” fie 


Items 1 through 8-~ Located at Louisville, ey ges 


In all commmications to. REA converning ; 
‘these items, please refer to SWP Release 153-A (over) 


eae 


win all communications to REA concerning 
these items, please refer to SWP Release 153-8 


. ; - ‘ 


TWO, QUATRE DES ORTON ai ______ UNIT PRICE 
Ds), 2255 Suspension Clamps, Joslyn a ae 220 Cae 
10, a 543 o 3/40 x 9!', Thimble eye anchor rods, Hubbard 8429 80 eae 
fis. tLe _ Thimble eye nuts’ 5/8", e116 Cae 
| 12. 915 Anchor rods fubbera 8429, 3/4 x Ot, 80 ee 
| 0 13. 514 Secondary racks, 3 wire, 6!" centers. ane a ae 247 an 
i 14, .. 7S r Angle dye bolts, 3/4" x 14", 029 Cae” 
15. 375 Guy Clamps 6" 3 bolte : - 229 Cae 


Items 9 through 15 located at Louisville, Kentucky 


16. ,921,222 ft. WIRE, No. 10 rubber insulated with impreg- 0072 .per 
| (500'coils)”™ nated cotton braid, single conductor, in foo 
(e 500 ft. coils, new. 


Lecated; Lexington, Ky. 


Lee Lak HEATER, electric, immersion, water. 115 V, 3,10 ea. 
5000 W, 3 heat. GE. #15 x 836. Suitable for 
heating water in teks, (Picture in G.2.Cat. 
Located: Cleveland, Ohio(#82WP Page 578). — 


18, 5200 CLEATS U.S,E.P.,6069, approved and recommended -Ol per 


(2600 pr) for Knob and Tube Wiring, due to- “shortage: of patr 
wiring materials. 
@ ¥O.. 2000 ft, FRICTION TAPE, (Made according to Federal Speci- -08 per 
: = fications HH=™~10la,. as amended) is 3/4" mines Peat. 
82 1/2 ft. to roll, weights aU gaa hey oe aca ote 
oie Yl ot S me) 
« Warner Pyles, 
‘Surplus war mire Office 
Management Division 
fstab ati ERNE EE SIRT ERS 
oe RBRARY 
ag ene) AT S@RIAL RECORD | 


2 RS 


Reserve 


[9g 


: i UNITED STATES DEPARTMENT OF AGRICULTURE 
W/ Rural Electrification Administration 
Washington 25, D. C- 


SURPLUS WAR PROPERTY 


ITEMS OF INTEREST TO REA BORROWERS 


MM" |@#J#W@V@#T=@! M|@/@qYWqq]q]q]Vq@q]WqqMMq|qq@q@q]q]@q@}q@qMJt 


®) 
Speedy rbetion Essenttales\- You DESIRE THESE MATERIALS 


June 10, 1946 


‘MATERIAL: As shown below. 

CONDITION: New unless otherwise shown. 

PRICE: As shown below, f.o.b., Carrier. 
j TIME LIMIT: Telegraph we your order immediately as these materials 
yl are held for REA activities for a very short period. 


ORDER INSTRUCTIONS: Telegraph order should include order number, In addition, 
mail two copies of your order marked "Confirmation of 
telegram," 


$25.00 Minimin orders per item accepted by Yar Assets Administration, 


TIEN NO. QUANTITY THEN NO, QUANTITY DESCRIPTION _UNIT PRICE 
30,785 ft. GUi wiPE, 1/2" euy, stranded plow steel, galv. $-06 per 


Location; Cleveland ft. 

EX Wes 2,244 # . WIRE, #4 T.B.W.P. stranded,M.HeD. | 018 per 
eS (170#per coil) Location; Cleveland 1b. 

3 1,110 # WIRE, #1 T.B.W.P. soft drawn, stranded 018 per 
Location: Cleveland 1b. 

4e 57 LIGHTNING ARRESTORS, G.E. 9, LA 1237 ‘Tele Cae 


Location: Cleveland 


5e 1 AIR BREAK SWITCH, 3 gang 7500 v. 400 Amp Gwit- 214.50 ea. 
zer & Conrad WA 33561 Serial 5173. 
Location: Cleveland 


a 
”) 66 ue AIR BREAK SWITCH, same as above only different 214.50 ea. 
plate number, type C SLB No. 91001. 

Location; Cleveland 
Ve 1 DIESEL GENERATING UNIT, 800 KVA,2300/4160 V, 35,000. ea. 


3 phase, 60 cycle, Hamilton Engine,Model-99DA, 


Location: Cleveland. dl 
A / 
Wer Pyles 
-Warner Pyles, Head 
Surplus War Property Office 


Management Division 
In all communications to REA converning 


these items, please refer to SWP Release 154-A 


ai 
/ WOO ONTTSD SUAMS DISLUMING OF AGRICUL UNE | 
P| 


®ural Slectrif Meatte nm Aiminis een, 


Sw 7 Washinetoned, D. Ce 


SURPLUS WAR PROPERTY 


ITEMS OF INTEREST TO REA BORROWERS 


WVCMVGVVVVVGGGVVVVVV—V—D—VCD—”J~DJ—DJV—J—~”C;CJCJ;J| EEL TTCCTCJ 


@ Shithy Aetihd: 


Y 


Alee\F YOU DESIRE THESE MATERIALS 


CONDITICN: New unless otherwise shown. 
PRICH: As shown below, f-0.-b., Carrier. 
TIME LIMIT s Telegranh us your order immediately as these materials 


are held for REA activities for a very short period. 


ORDER INSTRUCTIONS: Telegraph order should imolude order number, In addition 
mail two copies of your order marked KConfizmaticn of 


» telegram." 
“| 
Tete: Guan UESGeiptTam es “UNT® PRICE 
a G0 cthees “CABLE, Service entrance, type “Sh, Ey “gtyvie UBN, $$ o18 per 
(6 coils— Z conductor, #4. AWG, w/two insulated and Penn 
150* eas) bare conductor, gray finisheWto 93# eac 


peee es Taskegee, Alaa 


Lo 2 DRILL, electric, portable, Universal, 7600 
current L1OV, 0" to 1/4% Chuck Ser .# 30151 


3 5 DRILL, electric, portable =e DAS EL90 €ae 
“4 Goose 100V., OF to 1/etc zacie3, 3 Be 
6 HOS 35: 9 #922090, 93407, Wo’ 7oe4, cr Ae 


Black end Decker. 


45 3 DRILL, electric, portable, Universal, current 20.49 ea. 
110V, 0” to 1/2% chuck. Ser. #'@; 943937, 
code #361, ser, 496766 B & D. 


Do ub DRILL, eléctric, portable, Universal, current 25.05. 
10V, O% to 1/2, chuck Serial #4119185, Snill 
saw Model. 


Pa 6» L DRILL, electric, portable, Universal current 23650 
) 110V, 1/8" to 3/4 chuck, Serial #2390. 


Items 2 a 6 located at Nepier Fidéld, Ala. Condition: UYsea- 4004. 
76 SHARCHLIGNT, complete unit inclugéing: 60" 1,000.00 (New 


searchlight on unsprung 4-wheel chassis; 1 and used-no re~ 
mobile power plant, 1 control station, 1 pr. pairs needed. 


| power cables, 1 control cables. 500 .00-used—re- 
Located; Camp Tyson,Tenn.,Camp Sibert, eT ear needed. 
inure Pyles 


. . Warner Pyles, Wg 


In all comminications to RBA concerning Surplus War Property Office 
these items, please refer to SWP Release 155 Management Division 


UNITED STATES DEPARIMENT OF AGRICULTURE 
Rural Blectrification Administration 


RPLUS WAR PROPERTY 


_ITEMS OF Re TO REA BORROWERS 


UMMM OU, _ VJ VCVZ] @_ CT E@ @_ X@EC@ E@@@EEZHZ@; 


° Séeede = sseutiales iF YOU DESIRE THESE MATERIALS 
\ ? June 20, 1946 


MATERIAL: As shown below. 

CONDITION: New unless otherwise shown. 

PRICE: As shown bey Be0b ss es 

TIME LIMIT: Telesraph us your order immedietely as these materials 
® are held for REA activities for a very short period. 


ORDER INSTRUCTIONS: Telegraph order should include order number. In addition, 
mail two copies of your order marked "Confirmation of 
telegram. !! 


EERE TE a Tne SERN STG RT Ra A Seah pes eae ee Tae ener EY 
ITEM QUANTITY DESCRIPTICN | UNIT PRICH 

zs. 22100 CONNEC™ORS, solderless, + 
(min. order #LOAWG. perenaed + Service Entrance, STD. package. 


~ 1000) Condition: New Location: Spokane, Wash. 
ee «25,000 fx WIRE, copper, #18, flexible electric cord, »Ol per 
(min. order. 2 conductor: Polymer insulation (SN): acked Ears 
po 
ry 2 coils) ' dn 500 foot coils. Condition: new :Location; Spokane. 
3. 513 BRACES, PF 85 alléy arm -—~ Condition: new - 1.00 ea. 
(min; order 10) . ; . 
4. 9630 BOLTS, Cerriage; 3/8 x 4.1/2": Condition: new 20209 ea. 
5. 390,944 “BOLTS, Carriage 3/8 x 4" galv. iron. Condition: new 015 ea. 
Cel WyAeed BOLTS, Carrisge, steel, galv. 1/2" x 41/2". Nuts as08e Cbs 
included. Condition: new 
Se 3 DIESEL GENERATING UNITS, 300 KVA, 3 phase, 60 cycle, Less than 
pg Condition: new. Location: Nashville, Tenn, 24,000. ea. 
By 7 ' DIESEL -GENBRATING UNITS, 15 KVA. Condition: new 290.00 ea. 


Items 3 eo 6 located at Salt Lake ee Dteh 


¥ Ly Wes tas, lg 
o Warner pvlew toadl 
Surplus Yar Property Office 
Management Division 
In all communications to REA concerning 


these items, please refer to SWP Release 1564 
# (cua ) | 


In all communications to REA concerning 
these items, please refer to SWP Release 1563 


De 6 
c 
10. Any 
quantity 


tutes A 


a 


a 


GrEM QUANTITY DESCRIPTION 


GENERATOR SETS , capella diesel engine driven skid 
mounted. 100. mY, 127-220 volts, 3 phase, 60 cycles. 
Hercules Model UNI 

Condition; :new | Location; Baton Rouge, Lae. 


we SP ore” 
al aoe - ~ _o- se © ei . 4 ' ‘ Me! 
’ 


CRAIN SANS, Dam eeinariae ‘Sod *t to 5 105é diet pressure. 
Manufacturers: Reed~Prentice, Mall, Disston. 


Condition; new Located throughout the country 


TRANSFORMER, 75 KVA 7620/13200 Volts, Y.. 120/240 
Condition: . new Locations Montgomery, Ala. 


12. 2290 lbs.WIRE, 1/0 S. D. bare copper, used for encuid ine 


around substations, ondition: new ~~ ; 
Locetion:. Montgomery, Ala,.. 


13, 3S1?7lbs WIRE, #2, W..P. Condition; new Locations Omaha 


* 14. 1150 lbs. WIRE, 42/0 bere, stranded. . Condition: new 


Location: Omaha 


15. 26,794 ft. WIKE CABLE, copper #5, solid, 1 Cond., 600 V, 


okolite, okoprene, in coils, 2S follows: . 


8 coils «— 1000 ft. each 
COLL” ss “OOY thre 

EL COLL terse NOC te 

L GOll +.» - 602: Tts, 

IP COLL wea “Los tes 
68 


coils —- 250 ft. each 


Condition: new 
Location: Burlington, N. J. 


——— 


SEAL INOUEY 40 Lave $ : 
: ti 


Ir61 2 2Nnar 
GY0984 Ti) 590 


Ursaaas / 


raf 


UNIT PRICE 


$6,676 200 to 
dealers «.° 


205 abO Cas 
512.00 ea. 
016 1b. 
ole Lbs 
o49-1b. 


.0305 per 
ft. 


‘Reserve UN ITED STATES DEPARTMENT OF AGRICULTURE 
1933 | Rural Hlectrification Administration 
| Washington 25, D. C. 


Sue 


SURPLUS WAR PROPERTY 


ITEMS OF INTEREST TO REA BORROWERS 


 LME@_ E@_ @@EC_ W@ZT@@T_ E@@=@_ @@EEE@Z__ @_ EAE mq @€E@__VW@@ @C@EETL. 


® Sreedy shelton Essentiales\F YOU DESIRE THESE MATERIALS 


June 24, 1946 


MATERIAL: As shown below. 
CONDITICN: New unless otherwise shown, 
. PRICS: As shown below, f.0<te, Carrier 
TIME LIMIT: Telegraph us your order immediately as these materials 


are held for REA activities for a very short period. 


ORDER INSTRUCTIONS: Telegraph order should include order number. In addition 
mail two copies of your order marked "Confirmation of 


telegram. "! 
TPEM QUANTITY DESCRIPTION UNIT PRICE 
ee CLEATS, 2wire. Location; Tullshoma, Tenn. $25.00 for 
: entire Lote 
ae 7 DIESEL GENERATING SET, 15 KVA, single phase, 60 500.00 ea. 
e cycle, 183-240 volts. Location: Nashville, Tenn. 
Se oe GENERATING SET, 5 KVA, single phase, 60 cycle, 245.68 ea, 
eo . 110-220 volts. Location: Nashville, Tenn. 
A, 3 DIESEL GENERATING UNIT, 300 KVA, three phase, 60 20,000. ea. 
: cycle, 720 RPM, SBocation: Nashville, Tenn. : 
Be 50 GENERATOR, 25 KVA, 110 Volts, 1 phase, 60 cycle 285.00 ea. 


AC, 2500 Watt: mfgr. Leland Electric Co. Loc:Nashville. 


66 10 CHAIN HOIST, 5 ton capacity; Spur geared: Hook sus 136.96 eas 
pended; 12! lift; Manually operated. .Mfre Harrington. 
Location: Cherry Point, Ne. Ce 


6. 100 CHAIN SAW: 24! Reed-Prentice, Air—Motor Driven 205.50 ea. 
'timberhoe" saw. Operated by 3 1/2 4.P, Shicago- 
Pneumatic Vane tvpe air motor at 90 to 105 lbs. 
pressure. Complete with spare parts. 


| (WUMD ils 


J. Warner Pyles, 
Surplus War Property Office 
Management Divis ion 

In all communications to REA converning 

these items, please refer to SWP Release 157. 


-— 
ins 
= \ 


